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be feen, or laid hold of. He rode with the Piece of 
Lath in him from Kick's End, where the thing 
was done, to Barnet, which is above a Mile, to 
the Houfe of Mr. Jujiinian Morfe, a Surgeon there, 
who extracted it with Difficulty*, it (ticking fo hard, 
that others had been baffled in attempting to ex- 
trad it. Roberts continued dangeroufly ill a long 
time 5 but at iaft, by the Bleffing of God, and the 
Care of Mr. Morfe, recovered intirely, and has the 
Sight of the Eye, and the U(t of the Mufcles* 
But forne time after he feemed well, he told me, 
that, upon leaning down forward, he felt great 
Pains in his Head. The Piece is fuppofed to have 
palTed behind the right Eye. I am, 

SIR, 

LiKoim-inn, Nov. 10. Tour humble Servant y 

1748. 

Richard HafieL 
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VII. The SunV Eclipfe of July 14, 1748. 
obferved at Marlborough Houfe, with the 
twelve Foot ref ratling Telefcope, fioid as a 
Finder to the Tube of the great twelve Foot 
RefleSlor ; by John Bevis M. D. 

Read Nov. 

10. 1748. Apparent Time. 
d b / // 

July 13. S>. 3. S° The Beginning, which perhaps 

might be z" or 3" fooner. 

39- 
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Apparent Time, 

i * t ft 

July 13- 9* 39- 4**< The firft little Spot in the 

Weftern Clutter, quite co- 
vered, 
f 2. 00. The biggeft of that Clufter 

quite cover'd, yet fomewhat 
doubtful for flying Clouds. 
10* 12. 08. The middle one of three con- 

fiderable Spots towards the 
Eaftern Limb half coverM 
The End could not be pre- 
cifely obferved for flying 
Clouds 5 at. 1 2. op. ly. it 
was not quite over i but at 
12. op. 35, the Sun was 
clear, and nothing of the 
Eclipfe left, 

N. B. The Wind was fa boi/lerom, that no Thafes 
could be meafured with a Micrometer. 

The Moon's Eclipfe of July 28. 1748, obferv'd at 

the fame Tlace. 

July 28. 10. 13. 28- The Tenumbra dlfcernible. 

06. 30. The Beginning, as moft of 

the Company judged, 
18. 38. Mare Humor urn \\x& touched. 

26. 24. Began to touch Tycho* 

27. 5Ti. Tycho bife&ed. 
24. op. Tycho cover'd. 
2p. 53. Touch'd GrimaldL 

30. 25-. Mare Humor um coverU 
34. 14. Grimaldi covered. 

July 
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July 28. I2> 24* 30. The End. 

27. 40. The Tenumbra quite gone. 

About the Middle of the Eclipfe, the Moon's Dia- 
meter, perpendicular to the Equator, meafur'd in a 
yFootTelefcope was 33' 70"} perhaps if" or 20" 
greater than it would have been found to be with 
a 1 2 Foot Tube. 

JV Bevis* 

I lately received the following Letter from a 
Perfon unknown to me. 



SIR, luffnvki near Thrapjton tiorthamptonjhirtl 

1HAD the Pleafure to obferve the Sun's Eclipfe 
July laft, which was as follows. The Beginning 
9*. i 7 . o". a.m. The End o. f. 2%. p. m. at io k . 
32". 10'. a.m. io°. 18'. were dark, which I take 
to be the greateft with us. Thefe are apparent 
Times, from a well adjufted Clock (by a Meridian 
drawn June 10, on a Plate of Metal), and cor- 
rected to the Time of Obfervation. 

Our Latitude is 52 . 27'. 30". I hope by this, 
and future Obfervations, I (hall be able to deter- 
mine our Situation with refpeft to yours. I am, 

SIR, &c. 
Oft. 21. 1748. 

Mark Day* 
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